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SPECIMENS 

All  specimi  *ns  were  identical  (except  for  thickness 
of  the  web)  am  i  had  the  dimensions  shown  below: 


Specin  len  A:  Web,  1%  inches; 

two  3/4-inch  plates. 

specu  Hen  b:  weD,  one  %-incn  plate. 
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L  OADING  AND  FAILURE 

Each  speci  men  was  tested  under  vertical  compres- 
sive loads,  as  si  iown  by  the  short  arrows: 

Specin  ien  A:  Compressive  shear  or  primary 
failure. 

Specin  ien  B :  Buckle  or  secondary  failure. 
METHOD 

The  black  ;  scale  should  remain  intact  on  the 
specimen.  Rei  aove  any  grease  from  the  surface  of  the 
specimen.  Wv  th  a  soft  brush  apply  a  thin  coat  of 
white  Portland    cement  and  water. 

Note.— Fo  r  report  of  these  tests,  see  forthcoming 
Technologic  P  a  per  of  the  Bureau  of  Standards,  by 
R.  S.  Johnsto  n;  1926.  Details  will  be  announced 
when  issued. 
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